To:  Christner,  Jan[Jan. Christner@WestonSolutions.com];  Matt  Francis[m.francis@eriic.com] 

From:  Way,  Steven 

Sent:  Wed  9/3/2014  7:05:32  PM 

Subject:  RE:  Steel  coatings  Gold  King 

Matt, 

If  it's  adequate  to  teli  them  that  the  water  from  the  adit  is  approximately  a pH  of  2.5  to  3 su  and  the  rock 
around  the  steel  is  mineralized  with  pyrite  that  generates  a weak  sulfuric  acic  - and  corrodes  metal.... 

If  they  want  data,  we  can  get  some  to  them. 


Steven  Way 

Federal  On-Scene  Coordinator 
Emergency  Response  Unit 
US  EPA  - Region  8 
1595  Wynkoop  Street 
Denver,  CO  80202 

Office:  303-312-6723 

— Original  Message — 

From:  Christner,  Jan  [mailto:Jan.Christner@WestonSoiutions.com] 

Sent:  Wednesday,  September  03,  2014  12:54  PM 
To:  Matt  Francis;  Way,  Steven 
Subject:  RE:  Steel  coatings  Gold  King 

I'm  not  sure  what  they're  looking  for.  The  water  is  acidic  due  to  the  oxidation  of  pyrite  in  the  mine 
workings.  I can  look  up  total  and  dissolved  metal  concentrations,  pH,  conductivity,  and  a few  other 
parameters  from  various  sampling  events  from  2009-2014  if  needed. 

— Original  Message — 

From:  Matt  Francis  [mailto:m.francis@eriic.com] 

Sent:  Wednesday,  September  03,  2014  12:40  PM 
To:  Way,  Steven;  Christner,  Jan 
Subject:  Fwd:  Steel  coatings  Gold  King 


Sent  via  the  Samsung  Galaxy  Note(r)  3,  an  AT&T  4G  LTE  smartphone 


Original  message 

From:  Bob  Heeter 

Date:09/03/2014  11:53  AM  (GMT-07:00) 

To:  Matt  Francis 

Subject:  Steel  coatings  Gold  King 

Matt,  I am  working  with  a second  company  that  will  provide  us  with  a quote  for  the  adit  steel  at  the  Gold 
King,  Quality  Linings,  they  need  to  know  what  the  chemical  properties  of  the  water  that  is  causing  the  low 
pH.  Coblaco  has  requested  the  same  information.  Do  we  have  any  information  on  this. 

Thank  you. 


1779324 


ED  000552  00032070-00001 


Bob  Heeler 
Superintendent 
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HARRISON  WESTERN  CONSTRUCTION  CORPORATION 
1208  Quail  Street 
Lakewood,  Colorado  80215 

T (303)  234.0273  x202  | C (775-340-1776)  F (303)  237.9868  | 
WWW . harrisonwestern  .com<http://www . harrisonwestern  .com> 


Confidentiality  Warning:  This  e-mail  and  any  attachments  contain  information  intended  only  for  the  use  of 
the  individual  or  entity  named  above.  If  the  reader  of  this  e-mail  is  not  the  intended  recipient  or  the 
employee  or  agent  responsible  for  delivering  it  to  the  intended  recipient,  any  dissemination,  publication  or 
copying  of  this  e-mail  is  strictly  prohibited.  The  sender  does  not  accept  any  responsibility  for  any  loss, 
disruption  or  damage  to  your  data  or  computer  system  that  may  occur  while  using  data  contained  in,  or 
transmitted  with,  this  e-mail.  If  you  have  received  this  e-mail  in  error,  please  immediately  notify  by  return  e- 
maii.  Thank  you 

CONFIDENTIALITY:  This  email  and  attachments  may  contain  information  which  is  confidential  and 
proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary  information  without  the  written 
permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited.  If  you  received  this  email  in  error,  please  notify 
the  sender  by  return  e-mail  and  delete  this  email  from  your  system.  Thank  you. 
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